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Any method of 
a self-defense requires not 
only skill but strength. The more 
EN eee : strength you have the easier itis 
‘thaticheniged ins 4 A to overcome any opponent 
regardless of his size. 


97 pound w 
Id’s Most Perfectly Developed Man"— 
method that can help turn you too, into a marvellous physical specimen 
MAN from head to toe... aman who STANDS OUT in any crowd 


MY SECRET BUILDS MUSCLES FAST! 
What's my sceret? “~DYNAMIC-TENSION”—the natural method! No theory. No gadgets 
or contraptions. You just do as I did, Simply take the * ” muscles already present 
inside your own body—build them up— 

bending over, reaching, even sittin 
with a brand-new s 


) 
eh 


SEND FOR THE 32-PAGE BOOK 


Just 15 minutes each day in the privacy of you 
s to make your chest and shoulder muse 
Imost split your coat seams... turn your fists into 
-hammers.., . build mighty legs that never tire! Mail 
coupon today for th book —learn how 
“Dynamic-Tension” can give you a body by Atlas 
and how you can geta FREE outline course on 
x iu-Jitsu, Charles Atlas, Dept, £120 
. 23 St, New York, N.Y. 10010 
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Ra ime the items listed below. if am not 100% satisfied, 
[1 nay return any part of my purchase atter 10 days FREE 
{RIAL for fll refund of purchase pice. 

We cannot accept orders totaling tess than $1.00. 
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BE BETTER THAN THE BEST, 


BE DYNAMIC!§ 


MOST MEN NEVER REALIZE THEIR POTENTIAL FOR 
MUSCULARITY. Why? Probably because they've never come 
seroas oF taken advaniage of & cal arn quitelike she 
‘one we offer here at UNIVERSAL Bl eet ING. “Our 
Eoupse has te ULTIMATE MASTERPLAN fot TOTAL BODY 
BEVELOPMENT! 
Very\ew men ate datlated with the way they look at present 
‘They know themselves Gat they wouldo't mind having ® REALLY MASCULINE 
BODY — one that will “turn on” the girls and make the guys envious. . 
WITH UNIVERSAL METHODS, YOU CAN BREAK OUT OF YOUR*OLD" 
SELF, AND TRANSFORM YOUR BODY INTO AN ATTENTION-GETTERIN 
‘WE GUARANTEE TO IMPROVE YOUR BODY FAR BEYOND WHAT YOU'VE. 
EVER BELIEVED POSSIBLE! We have pertected bodybullding training tech- 
pig to sexton vo al wan fi te at! ging pone. H Youre | 
this underweight, you'l astoni at how quickly muscles aj t. you're 
overweight we ean help you to trim down thetel and replace Wit rock-hard 
‘urcle “Well tone up Your abdominal area, and show you Now ta Ubtalo «well: 
Sefined and impressive waist ; 3 


a : “Add 2 or @ inches to. your arms, 4 or 5 inches to your chest — your rewards will be 
|e INSTANTLY- = Ride Sees cir ar sari etait item etioe 
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information about our course — loaded with unbelievable photographa). 
You wan't regret i! “li 


BE GREAT-BE SOMEBODY SPECIAL! gt " UNIVERSAL 


BODYBUILDING 


inj ur health, self-confidence and your outlook on life as Pr Bor485 Dept SE 
you become more muscular Regardless of your age, helght of Deasborn: Michigan 48127 
Biosent build, weil help you build « fabulous beay, ‘Thousands of 
Beslan ti cours wih fara reste why nol you? 3 
Ufingtever you Took like eday, wecan improve an i.” We guaran ; arcs eeee tal pmepbane: 
j 4 CHURES, TODAY! 1 want to be able to 
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FEELING DIZZY... 
STARTING TO 


? HAVE TO 

CHANNEL ALL 

WY STRENGTH 
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ONE HAND | 


-,ONE TO 60 ! THOSE'RE 
6ooo 
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DON'T. YOU THINK ? ONE 
1BO POUND, ATOM- POWERET, 
FORMER. ASTRONAUT, VERSUS, 
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SUPER RH EROES: 
10” TALL ALL-PLASTIC HOBBY KITS! 
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HULK - #107 
$3.00 & $,50 Postage 


BATMAN - #105 
$4.00.& §.50 Postage 


ae 


SUPERMAN - #106 
$4.00. & '$.50 Postage 


ies z 
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TARZAN - #110 
$3.00 & $.50 Postage 


CAPT. AMERICA - #109 
$3.00 & $.50 Postage 


2 Kes a 
SPIDER-MAN - #108 
$3.00 & $.50-Postage 


Here they are, ready to battle the forces of evil!’ instructions and an exciting advehture comic 
Exciting, ready-to assemble model kits that come book. Please indicate code number when ordering 
complete with special full-color background mu- Send @ check or money order to Seaboard Monster 
rais! Included with each kit are easy-to-follow Group, 717 Fifth Avenue, New York, NY, 10022. 


Dept. AC 


TAR TREK Westen 


U.S.S. ENTERPRISE - #302 
Flagship of the Starlicet Command. Large 
12” scale model includes display base and 


Create your own interplanetary Star 
Trek adventures with these far-out. all- 


plastic hobby kits.,Each is ‘highly de 4 - : 
tailed. easy-to-assemble, and will turn a. decal markings: $2.75 6 $-50)Fosiage. 
your'room or den into.an outer space i 

showcase. Be sure 10 specify code 


numberwhen ordering. Send check or 
mgney order to- Seaboard) Monster 
Group: 717 Fitth Ave... NY, NY, 10022 


Deptact ine 


MR. SPOCK - #306 

Stal Trek's most popular charaéier Is now'a KLINGON BATTLE CRUISER - #205 

great nabpy kit. Exciting action-pose as Alien battle ship of the horrifying Klingon 
Spock battles three-heaced alien monster. Empire. This kit has the same detail and 
Only $2.50 & $.50 Postage and Handling. scale of the Enterprise. Have them batt 

Out in deep space! $2 76 & $.50 Postage and 
Handling 


‘STAR TREK: EXPLORATION SET - 1308 “GALILEO SHUTTLECRAFT - #303 


Delailed Scale magels of: insteuments used 
by ‘Enterprise. crew. Includes phaser, tei- 
corder, afd ‘comminicator. Fun to assem- 
Ble! funito: use. $2.75 8°$.50 Postage and 
Handling 


Hete’s.aibig-scale model of the shuttiecratt 
carried in the belly ol'the ‘Enterprise’. Used 
for short planetary scouting missions. In 
cludes color decals. $2.75 & $160 postage. 
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INCARNATE... THE ONE 
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WELL, FEAR NOT! 
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If you like.to ride aeycle 
for fun’... learn how to fix 
it for profit! Can yotr imagine 
a better way to earn your 
living? And to makeYt even 
better, the nay is great—-wihether 
You clioose to work in aeycle shop i i 
for someone else or decide to star 
your own eyele repair business. ; You'll Be the Center of Attra 

Now. thank to North Amefican, there's 2! Circle of Friends Be the envy of friends & neieht 
a fast, easy Way to get the training you flock around to watch you tear down and tune-i if 
feed |. at he otmotoreycles. And just think of 

step-by-step everythin, a the yong co inawiog ove: 

x poner erectus got the best performing bike in 
paielices peda 2 E fown. Plus, you can make extra 


CYCLES ARE BIG’ BUSINESS pitas fxs Emotoroyeles for your 


s2,AND SOIS-EDING THEM! gq sewn ron FREE caREER Kr 
ANseieacien are ‘ He 
geo aimtces core Ea out chante 
nsec pets nelonborheeaite cake 
Steer inunitiesiare sé great, on the big demand for motor: Serco 
ter every day. Rush c to 


reer Ki ‘ ee °S Mail Coupon Now! 


Special Cycle Tools and Test tnstra- Fesreec bec ee at one et oe 


7 
eee deer 2H fat ay ENORTH AMERICAN SCHOOL OF MOTORCYCLE REPAIR. 
America "Kawertay "tury yang a HAS00Campus Dr, Dept RRO3S Newport Bech, CAS2663 H 
sockete gauges: tect Toetenmemaenes; Rush FREE "CAREER KIT" on how t'can become an 
Mare oat ie See ae flexpert motorcycle mechanic. No salesman will call 


use during training... yours to keep 
a in’ your ‘action-packed ceresr as a NAME. 
as motorcycle methanic_ 


WORTH AMERICAN SCHOOL OF MOTORCYCLE REPAIR 47 
‘Campus Dr., NepRROIS Newport Beach GA97663 i SiTY. 
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LOOK, FRIENDS!) | | 
You Can Win Your Choice of 
Neat Prizes 028% Regularly 


Join over 30,000 who win FREE prizes and make from $2.00 to $10,00 or even more 
selling GRIT to friends, relatives, neighbors ond others every -weak. Everyone is eager 
to buy GRIT from you at only 25¢ a copy because it contains. World News, Sports, 
‘Women’s Feotures,. Children’s Pages, Comics, Games, Exciting Fiction, 


GRIT Sells for 25¢ a COPY... . You Keep 9¢ Profit! 


© Yes, 9¢ out of every 25cyou take ih is yours to keep: Setl only 20 copies a ‘week 
and you make $2:70 profit each week, $140.40 in o yeot—plus valuable prizes you 
win FREE regularly! We'll help you get started in © profitable business of. your own. 
Mail the coupon TODAY! 


Over 30,000 Make Money and 
Get Nifty Prizes Without 1¢ Cost 


We'll send you GRIT right owoy, by mail, along with 
many voluable selling helps, You pay ONLY for the 
copies you sell until you know how many to order. Like 
30,000 cther salesmen; you'll find selling GRIT is fun 
and profitable, 


eee 
MAIL THIS COUPON TODAY! Se 


Papers sent only in Continental U.S.» 


& R | T Williamsport, Pa. 17701 
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Train at Home for a 5 


BIG INCOME CAREER ’ comic 
ACCOUNTINGS.”: . -BOOKS 


‘Train now at home in i 
i 260,000'in stock, The complete Marvel & 
pila hi OC saan DC Groups from: 1900-1975, Also Original 
secounting practice, ie Pulps, Toys, Doc Savage, Walt Disney 
Zountant you'lh do importan ; Pubs., Movie (tems etc, from 1900—1975, 
important : We also buy, Send selling list with prices. 
GIANT. CATALOG: 60¢ 
any at cdl Se ue ; HOWARD S. ROGOFSKY 
'sider'’ on your Eompahy's managems ‘a P.O. Box 1102-Linden Hil) Station 
. the confidential data Gevelop will 3 
be essential te making corporate decision snd Flushing, N.Y. 11354 
handling daily affairs. 
BJG DEMAND FOR TRAINED PEOPLE, as 5 mitian 
U.S. firms need financial statements, book- 
services fo opera LY 250 
counting Career ? Over 50 
24-Page Book, "Your Future in Accounting A Bi dinar ites on naw et, and dee vost 
ALL FREE! State your age. 
To ‘APPROVED FOR VETERANS 
NORTH AMERICAN SCHOOL OF ACCOUNT. | 
ING, 4500 Campus Drive, Dept.RROSS |Eag 
Newpost Beach, California 92663, x 


Comics Bought and Sold |p carmel Siete ROW To MARE 


‘MARVEL DC ATLAS ee eh thoy 


|For complete catalog. with buying fai piscine hart, oe ES 880 GUN PRO: tum 
hand selling prices: and 2 free ‘ser hres ihe Sah te aed id cae 


comic protective bag, send:25¢ to: te BE Ea atic ne fuel ‘Start making money QUI 
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Collectors Comics list wena _ EXPERT Buy and soi, repair 
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San Didgo, CA 92116 mth hate, 20, 98 poke tSeugenat Fes iy! beats, handlondlg, mich more 


7 ORT . 
ED FALE Studie 124 ie lave by te Som Hx, o77V7_ (ese Mm MERE to SE ee RO3S 


sientiameiae . Big opportunities. Bg prof 

a - Bea Its. Earn quickly. Full or 

FREE COMIC LISTS y | LMM part time. Leara at home, 

i ( ‘Do real jobs: All 

}] Send now for hig, bi and selling lists-of) tho }, 2 
Hd Somtea 300° fh afOck Marvel, Dea fal j 

jetc. Try our fast service tee low geet ree | 
comic: with: wr ordenof $5.00 or more. — 111 .: ‘Appd. for Vet. Send name 
and address for FREE book,. 


RICHARD. ALF 
Box 20622—8, San Diego, CA 92120 u ocksmithing tnstitute, viv! Technical Horne Study Sehoot 
= Little Falls, M1, 07426. Dept. 1464-059 


3- mil comic bags 


Protect. your conlce vith heensduty: Shi 
Protective comic baye: One 
Tite ell carseat Peet 
yar it you sends large. 
Postage, Ohio realdanta, add 


meine stanrts 
chivete Mane 
*Gyorrionne 
snontsonyaL a VERTIEAL 
eC eh 
‘yours friends, You'l get SHAKE AnD cr 
Milton $48. worth of laste MS HOES, Chatty 
= 


BI) (1840), They're yours FREE when Moret SUNY ANCA 


Bp you send for our brand 7 
WON CATALOGS FR Bt ee hens | We want to wipe out cancer 
35¢ {coin} for shipping, 7 inyour lifetime. Give to the 


Box ipa E AUN N HOUSE Sescimakarnieairsel Ohttes A | American Cancer Society. 


Play 1975 Big League | 


BASEBALL 


* PITCHING 
* HITTING 

¢ FIELDING 
* RUNNING 


* 
fasy to play real thrilling. exciting 
baseball with STRAT-0-MATIC. 
Big League players perform according to 
‘their actual abilities and your managerial 
decisions. You, the manager, call alt strategy 
moves for al jor League Teams. 


You have real control over at! Major 
League players—who actually hit, pitch, 
field and run according to their baseball 
abilities. 


Each player has truely individual qualities. He 
slumps and goes into hot streaks, performs hero: 
ics and commits errors. With STRAT-O-MATIC, 

all qualities of a ballplayer are realistic, , 


For example; in: batting Mike Schmidt will be among. 
the leaders in both home runs and strike outs, 

Bill Buckner will be among your batting average 
leaders, but will have difficulty hitting 

left-handed pitching. 


In pitching, Fergie Jenkins will display good con- 
trol, possess, strong stamina, be difficult 

to hit for both lefty and righty batters, but will 
yield more “gopher balls” than most Major 
League pitchers, 


* MANAGING 


in fielding, Paul Blair will make catches which 
fielders would fail to make. 

Don Money’will make fewer errors and take 

away more would-be base hits than other third 

basemen. In base running and stealing also, 

all players will perform realistically. 


STRAT-0-MATIC Baseball is actually two games 
in one, a basic version for you and 

an. advanced version’ for adults. basi¢ game: 
simple and exciting to play and the advanced 
game has no equal in realism and play value. 


The above are just some of STRAT-O-MATIC’s 
highlights. For-the entire.story, mail coupon fora 
cotorful FREE Brochure containing full 

detailed information and FREE STRAT-0-MATIC 
SAMPLES. Don’t Delay. Write Today!.. 4 


Strat-O-Matic Game Co., Inc. Dept. 340 "46 Railroad Plaza, Glen Head, N.Y. 11545 


46 Railroad Piaza, Glen Hi d, NY. 11545 


Send exciting FREE STRAT-O-MATIC Baseball Game offer and samples. 
Tenclose 10 cents in coin or stamps to.cover postage and handling... 


"LL WAVE YO THANKS! IN THIS 
TLL Have. YOU If THOSE PUNKS 
LOOSE INA HAVE A WARPED PART OF TOWN 
MOMENT... NOT MANY DUDES 


TROUBLE! 17 
Ait, PLEASURE, 


| HALF TO PEATH IS 
N\ THEIR IDEA OF FUN! 


ae 


WHO ARE YOU, MAN? AN THEN T BUPP 
Benge OF SOMENEW (ue YOURE NOW GOING 70 
| OF LAW ENFORCEMENT, WRN THESE LAWBREAKERS | 
| ~ . OVER TO THE PROPAG 
Sp AUTHORITIES 7) 


YO PREFER THAT 
WOU HANOLE 
THAT CHORE: 
alt fi 


THAT T'P LIKE TO 
By PLACE IN YOUR CUSTODY! 


\ \ 


THE DARK AVENGER ARRIVES AT 


8 THROUGH Cr’ 
[| WITH BLURRING 
| SPEEC. i) 
“a eee ( - HAVE TO GET INTO 
OUR APARTMENT AND 
REMOVE THIS 
SUIT FAST... 


IEFORE MY BROTHER 
GERALE GETS 
HOME 


seek : ares z SHUPBUPS Just 
WE WERE ONOUR WAY HOME WHEN! r MARCH BOWN IN- 
THEY STEPPED OUT OF ANALLEY... NAW, THESE CUMMIES N70 THE CELLAR! 
PON'T KNOW WOTHIA/ ‘7 
WE'RE GONNA HAVE TO 
CEARN “EM! f 
GET INSIPE THAT 
BUILDING, 
CRUMBS! 


I'M F-FRIGHTENERS 
es 1 . 


ies 


TAKE IT £ASY, | 
v WE'LL THINK 
FeTUST WHAT GERALD / WE'LL 
Be YOU THINK. « 


Now you can own all five PLANET OF THE APES films to show In your own home. Each film runs 12 min- 
utes for a total scraen-ape time of one fusll hour! Have.a monkey party for your friends... be the talk of the 


neighborhood, Order one or all. tive films: today! 


PLANET OF THE APES 
#401 $7.95 & $.75 postage 
First of the series! An astronaut crash- 
iands on @ world whers,apes are the 
masters and humans the slaves. Exclt- 
ing adventure starring Chariton Heston: 


BENEATH THE PLANET OF THE APES. 
#402 $7.95 & $.75 postage 

A secondary spaceship lands on the 
Planet of the Apes. In addition to mon- 
keys, the astronaut uncovers a race of 
horrifying mutants. The finale, a battle 
between apes, mutants, and astro- 
nauts, 's absolutely spectacular 


ESCAPE FROM THE PLANET OF THE 
APES 

#408 $7.95 B $.75 postage 

Apalrof apes travels from their world to 
Earth of 1973. Here, they are pursued by’ 
hostile potice and government agents. 
Gripping battle on board a freighter con- 
ciudes this exciting flim! 


Send check or 
money order to Seaboard Monster 
Group, 717 Fifth Ave.,’NY, NY, 10022. 

Dept. AC-1 

CONQUEST OF THE PLANET OF THE 

APES 

#404 $7.95 & $.75 postage 

The year is 1990, and the child ot the 
two eartti-apes grows to adulthood, He 
‘organizes 2 rebellion of apes against 
humans, An. awesome baltle ensues 
that involve thousands of apes, and 
destroys all Los Angeles. Explosions 
and thrills galore! 


BATTLE FOR THE PLANET OF THE 
APES 
#405 $7.95 & $.75 postage 
The final film of this classic series, The 
‘apes take over the. Earth, and wé learn 
that the original Planet of the Apes was 
none other than Earth of the far future! 
A battle belween apes .and human 
staves concludes this film. 


SPECIAL! Order al) five films tor only 
$36.00. Save $3,751! (Plus. $1.00 pos: 
tage) 


RODAN 
4408 $7.95 & $.75 postage 
Two enormous pleranodons wake from 
centuries of sleep to destroy Tokyo. 
Can the 500° tall flying ‘dinosaurs be 
stopped? Tanks and planes are useléss 
against thelr onslaught! 


THE GIANT BEHEMOTH 
#407 $7.95 & $.75 postage 
Willis; O'Brien's classic dinosaur film. 
London is leveled by a radioactive Bron- 
tosaur from the bottom of the sea. See 
‘people bumed to a crisp...landmarks 
trampled underfoot! 


GODZILLA VS. THE THING 
#408 $7.95 & $.75 postage 
‘The most popular monster of all-time, 
the fire-breathing giant GODZILLA, bat- 
tes the-monster-moth MOTHRA. Who 
wins’ the: battle of the century? 


AVAILABLE IN. SUPER &mm ON. 200° REELS! 


GHIDRAH, THE THREE HEADED 
MONSTER 
#409 $7.95 & $.75 postage 
A laming fireball trom space gives birth 
to-a gargantuan three-headed dragon. 
The worid is at his mercy. ..nothing can 
stop him. 
BATTLES OF GHIORAH” 
#410 $7.95 & $.75 postage - 
A sequel to GHIDRAH in which the 
three-headed reptile batties GODZILLA, 


MOTHRA, and RODAN for possession 


‘of the world! More action than ever 
betare! s 


RETURN OF CAPTAIN MARVEL™ 
¥411 $7.95 & 8.75 postage 
The greatest super-hero. of all-time 
SHAZAMS his way into your home in a. 


thrilling adventure fim! tneredible spec- 
jal effects hight this 1940's screen 
apic. A must for fantasy and comic § 
fans! 


(S$ NOW OPEN FOR BUSINESS! 


FEAT WASIEANTESIISHOR) 
Ly aN Si) 
Chow 


WE HAVE 
MODELS, RECORDS, 
FILMS, AND ALL 


Fred Fiintstone sits in his 
Dino-Spectaculat PRE- 
HISTORI-CARS! Order one 
for $1.95 + 50¢ Postage, or’ 
tare, long-play 
record album featuring} 
FLASH’S GREATEST 
ADVENTURES! 


ASS 
Oo ®, 
MODEL KIT! 

@ -Glows in the dark! 


HOME MOVIES 

© -Only. $2:50.plus Only$3.60 each in 
31.00 postage! = Super-8:0n.50' reels! 

. Sa Mighty Mouse vs. 

monsters! 

Titles listed.on 

coupon, 

Special; Order 

all 3 for only 


i / af WN 
Se (ASE DE ‘AMA Sie ; 
——— LEI eS eae Lie 
* ___FLINTSTONES KIT #1 eae) Mer eae ee nes one 
So ET 


UFO MODEL KIT a 


Name 
Address 
City ee Siate eS TS Zip 


HARHL 


(NY State residents please add 8% sales tax) 


AND AS SOON AS THE MAT y “s TLL BETPRETTY FACE 
PACK GOT US OWN IN 5 D 
THE CELLAR... aN a 


‘ai 
(EAH! HE'D NEVER 
BECOME A 


ae 4 Zl CAN You BELIEVE 
f ene: 2UMB MOVE, THIS DUBE? HE'S 
“/STEN ? —— GOTTA BE NUTS/ 


WHAT ABOUT IT, FLIP. . 
SHOULD I BLOW HIM 
mM away? 


OKAY, HERO --MECRE- 
ATION Hour |S OVER!| 
IT'S TIME TO GET POWN 
WSINESS ! 


ANYBODY THAT WALKS, 
THROLIGH RAT PACK, 
TERRI ° P 


--BUT GERALO HERE 
HE'S THE COOP> 


ERATIVE KINO. 
4) AIN'T THAT BHT ig 


HELE, MISTER? 
TL WOULON' 


LOOK, ARTHUR HAS 


TWO HUNDRED 2 
4ARE AT HOME! IT'S 
M-MONEY HE SAVED 


SO THEY HELO 
GERALD ASA 
HOSTAGE:- 


o 
| tener 
WORTH THAT MUCH 


mW | To You, cRqeP? 
; pL 


PLL 90 ANY- 
THING YOU 


fre 


MAKE EXCELLENT EXTRA CASH 
WITH NO REAL “SELLING”... JUS 
SHOWING THIS SAMPLE \ 
WHICH WE GIVE YOU.. 


TAKE EASY, FAST ORDERS FOR MUCH-WANTED 
PERSONALIZED METAL SOCIAL SECURITY PLATES 


© exGo want wo inake good extra. cash in scare time, @eitt sind 
you acomplete compact meriey-making Orcel- Taking Outfit « 
which indlades an actual stigtaved Piste, Catrying 
Gate, 1G Gard and. $0°Year \Catiorlas, plus customer, order. 
forme, reply: envolope and’ everything ‘eke you need to start 


Exclusive 
10 


* BREE andientinely without obligation. « Just show jt 
‘Ghs, They'll ‘be amazed and delighted by the tow price 
$2.00 eich -~ esperially when ‘they 


Calendar 


ty, 


rower that they alee: 


get a shart Carcying Case, and ID Cord, and an explutive 
10-Vear Calendar. all FREE! You take $1.00 profit on every 


Varder, Take # mény as 10 or mort orders A an hour -- 


and 


fhake as much af $10.00 or mote in every spare hour you 


‘dérots to showing the ‘sample plate) To. get your 
making Outfit by fetuin mall eninety FREE 
and. 


MAIL THIS COUPON TODAY. 


nee 
just HIP in 


ame pein 
niipincu 
City: 


Sole fp 


THIS IS A VERY SPECIAL PERSON. 


Prince Randian was born without arms and 
legs, yet he made a life for himself, For forty- 
flye years he appeared in carnivals, circuses, and 


dime museums as “The Caterpillar Man”. He 
died at the age of sixty-three leaving a wife and 
five children. 

This is just.one of the many unusual and 
fascinating true stories in Frederick Drimmer’s 
BEST SELLER, Very Special People. What 
makes these people yery special is that they 

all lived unusual lives. 
Read about the orig- 
‘inal Siamese Twins, 
the Elephant Man, 
‘ ee ae the Frog Boy, 
. ‘ the Mule-Faced 
Woman, the Elas- 
tic Skin Man 
General Tom 
humb, 


the Heaviest Man in the World, the Tallest Man in 
the World, Living Skeletons, Fat Ladies, Armless and 
Legless Wonders, Bearded Ladies and many, many 
other human oddities. 

This is not just a picture book of “freaks”. The 
author treats these people with insight, compassion 
and the dignity one/ earns by being born different 
tend everyone else. 

Very Special People, hard. covered with over 400 
pages and 67 RARE PHO 
j —------- MONEYBACK staan - 
1 BROADWAY BOOKFINDERS, DEPT.RS- 242 
245 WEST 19 ST., NEWYORK, N.Y. 10011 


lease rush me __ Very Special People at $6.95 ea 
plus 60¢/post. and hand.) Enclosed is my check/} 
.O. for $_____.. If not completely satisfied, 5 


LT return it within 15 days for a full refund. 


1 
+ pname 


address, 


START A NEW CAREER NOW—AT HOME + Nothing like this taught anywhere! 


ajAuro/ VAN Interiors 


*You’re needed now in this 
exciting, HIGH-PAY FIELD! 


1 

Start With Your Own Car! 

JOLSTER ANY VEHICLE —— SIAIT fw us. fouoeg 2 2 BIG’. 
pe pernsatia a faioint MONEY! Average $10. 
ti | t9$22.00 
an Hour. 

" BASYE: 


ii, wage ano 


‘apnglatery MAIL COUPON TODAY FOR FREE 
eto AUTO TRIM CAREER BO! 2 
T fd pei bal PE 
i Eat 
{eas 


Kok ote Arama 
Shed tie? 


Avro vewdstene instruTE. ovat PBC 
"Since chown waste raat 


Coast-to-Coast Shortage of Tri 

Opens Thousands Big Salary Jobs for Beginnors£ 
Now you can take your pick of thousands of big 
salary jobs open to Draftsmen (see “help 
wanted” sections of metropolitan newspapers) . 
Huge nationwide demand ... U.S, Dept. of Labor 
reports “42% more Draftsmen needed in:néxt 10 
years~not enough applicants to fill drafting jobs 
available now!” Our easy “Quick-Learg” Meth- 
od has helped hundreds toward good income, se- 
curity and prestige as Draftamen. Why not you? 
YOU NEED NO DRAWING SKILL. ...MO TECHNICAL ABILITY 


Our staff of Professional Draftsmen guide you step-by-st 
With our spare time hame-study plan you work on actual pt 
ects, Mekes learning fun—easy to remember, toc. Many grad- 
ates have succeeded with only grade schoo! taining Others 
Feport good earnings drafting part time while still leartting! 


++ When you train at home with us for a 


HIGH PAY JOB IN DRAFTING 


Big Promotion! 


in the Drafting Room. 
for makin if  Dratting 
%. 4 “our Future in Drafting’ 

‘acts on your opportunities to win top pay and ion go, 


on in Deatting. No salesman will catf.. Everything 
AGATION, 


1 a 
“tive had 2 boosts. in salary anda — Srily 
$300 bonus in 31 months, Wish 
could shake hands with your staif In wr 


a cerens & Sos Gall S00 bampus Dr. Newport Beach ER sass 
Z Rush “DRAFTING GAREER KIT” — ALI. FREI 
ALL 4 FREE! 


Instrument set, [Aang 


in digi 

Board Outfit & PEEVES car 

ingerti ig Crafting Table ‘are " 
iven to you with your complete North SS 


gi 
Americen Course in Drafting. 


ANP_I OWE IT ALL TO 
MY FLEXIBLE SUIT OF 
stag Aiea baad 


“1 TOOK |T BACK INGIDE THE 
FACTORY, WHERE OUR CHEMISTS 
HAD BEEN EXPERIMENTING 
WITH DEVELOPING A NEW. BOR 
METAL SPACE SUIT 
| ASTRONAUTS. 


AUNT T RUT TIN THE 

WVUCCEAR HEATER OVEN 

ANP USED MAXIMUM 
TEMPERATURE 


"TUSER A RAPIOAGTIVE 
ISOTOPE. 10 COMBINE THE 
MOLTEN METEOR WITH AN? 

OTHER METAL FOR 
LENT BILITY, AND. 
POURED THE MIXTURE IN- 
40 THE MOLO FOR THE 
ASTRONALIT'S SUIT | 


“ONE NIGHT, AS L LEFT THE 

RARE METALS FACTORY 

AFIER WORKING LATE, I SAW & 

A METEHETE FLASH To 

“EARTH. 1 FeLLoweP ANP 
(BONS. LT. 


“AFTER ANALYZING 
THE METEORITE AND 
FINDING ALOT OF 
COMMON CHEM/CTALS 
AND MINERALS, I 
FOUND ONE UNKNOWN 
METAL WITH AN 
ATOMIC GTRUCTURE 
| DIFFERENT FROM 


"AFTER THAT, I. SNEAKED BACK 
INTO THE FACTORY EVERY EVENING 


aq] FOR WEEKS, AND TRIEO MELTIVG 


THE MATERIAL pon, VARIOUS 


* T COULDN'T TéLk ANYONE ABOUT 
MY DISCOVERY BECAUSE 
WADW'T BEEN AUTHORIZE? To? 


USE MY COMPANY'S 


DIDN'T HEAR 
\E 


pees 
| eam 


OH, HI, MOM! T . 
YOU Fe 
/ 


HOME. 
ia 


IDE 
* LIVING ROOM, ARTHUR! 


KEPT NOTES, 
WHICH MEANT I 


T WANT TO HAVE A 


WORBP WITH YOU! 


HEY YOU'RE BACK, 
TOO, HUH, GERALD! 


¢ 
\ Hl 


NO THANKS 
To You! 


GERALD (SHIT 
A COWARP, 
“KE YOu! 


LCOULD GO 
FOR A PIBCE 
OF P/B, y- 
SLR, MOM 


MOTHER, I COULD D1 
WITH SOME KIND OF 
SNACK AFTER 
THAT HARROWING 
EXPERIENCE! 


BUT. MEAN... Fem’. 9 
400K LIKE HE 
| WAS HARMED... 


I MET GERALD 
COMING HOME 
ON THE BUS, AND 
HE TOLD ME 


Yip] DESERTED HIM 
THIS EVENING: 


LEFT HIM ALONE WITH 

THREE PANGEROUS 

CRIMINALS! HOW COULD 

YOU'PO THAT TO YoUR fi 
| OWN BROTHER, ARTHUR? 


DOESN'T 


OF COURBE, 
GERALD TLL 
FIX YOU BOME- 
THING ABAL 
TASTY: 


eeoaie! yOu? 


Ia 


Dear Atias People: 
Insidé Comics described it as a 
hess: of approach’ that hasn't 
s8en since Marvel began thelr 
rhero'line in 1964 

“And | agree! 

With the first issue of PHOENIX, | 
See that you are trying\to break free of 
‘thé traditional comic superhero mold. 
You are tying to-be different than 
your competitors. 

like the PHOENIX because he re- 
ally doesn't want tobe a: superhero. 
He's.a simple man, and at first he tals 
to control the power concealéd within 
hid uriiform, Like-every human-deing, 
he falls ‘every once in-a while, That's 
good, Gogd luck and-continued. suc- 

Weess! 
i ALEX DUC 
PARAMUS, NJ. 


Thanks far the good wishes, Alex! 
But ATLAS has barely scratched the 
‘sun tae! 

Dear Jeit: “3 

if this is tie type of story that you 
Write, don’t-give the job:to anyone 
else. | hope to see mote at your work 
infuture issues. 

‘As tor Sal Amiendola's art, { thought 
Jowad' tooking at a combination. of 

ile and Infantino. Amendola’s 
work ja iW Best to’ come along since 
Neal Adains,: > 
it artist and writer @re hot changed, 
| feel the PHOENIX will. go.@long way, 
Keep up the good work! 
FRANKLIN A. CRAWFOAD Ill 
FT. JACKSON) SC 


We, wilt”, But with a different skip- 
peratthe heim, 

Becduse the chore of editing 22 
New titles has proved too/pressing, 
deltas turned the scripting reins over 
td able Gabe Levy—who being ’a'bum 
‘and a lush ha plenty of time for any 
thing!-And frankly, Franklin we tee! 
PHOENIX. can anly benefit by the 
added attention Gabe is relishing 
upon it 


Dear Editor: 

“Tho ‘year’ Is 
THRESHOLD |," And so it began. 

| was gleefully following you for 19 
and 9/4. pages. A new superhero, the 


1977. The place 


Phoenix—a man risen “From the | 
Ashes". A troubled guy, not knowing 
where to tuto, A serious man, intent 
on saving mankind, 

Then on Page 20, after'a city has 
been destroyed because of him, what 
does.he say? “Man, | wonder if Flash 
Gordon ever had. problems tike 
these?" Are you kidding? 

Tywish you had.an editor, Mr. Rovin, 
because he would have edited: your 


head off for that completely out of 
character line! 

H.CHABBOTT 

SILVER SPRING, MD 


Sorry about that, H.C. But you must 
realize that until the crash of THRESH- 
‘OLD 1,.Ed Tyler was THE ALL AMERI- 
CAN BOY. That. means, hot dogs, 
football games, and’ yes, Flash Gor- 
don, too! 


Dear Aas: | 

V've been reading and collecting 
comics, primarily Marvel, for four 
years now, Today, | saw the firstissue 
of PHOENIX and bought it, not telly 
expecting much, 

How wrong | was! The story was'éx- 
tremely well written, emotions were 
well portrayed, and hardly any cory 
dialogue. To say nothing of Sats art, 
which was tremendoust 

But what reaity excited me was your 
"WHATS HAPPENING WITH ATLAS” 
page. You have fabulous people work- 
ing for you. | was thinking that all you 
need now is Steve Ditko, and you'll ba 
as close to perfection as @ comic co- 
many could ever hape to be. Rev 
member what @ smash he was daing 
“Spider-Man” and “The Creeper”, 

in closing. I'd like to express my 
good wishes and excitement. 

‘ANDREW DERBY 
RUTLAND, VE 


Not 4 bad ides about Steve Ditko! 
But we Beat you to the punch, Andy! 
3 pTHE DES- 


TRUGTOR" for art by Ditko and Wally 
Wood, with a story by Archie Good- 
win. How d'ya like them apples? 


People: 

Re: THE PHOENIX, 
| read it, liked it Anc't wish ATLAS 
the utmost success. What more can | 
ask tor? 
Mp BOB THOMPSON 
¢ EDMONTON, ALBERTA 
CANADA 


‘Ask for it Or'not, You're going to get 
it, and more ftom ATLAS. The men 
behind ATLAS, the publishers, Martin 
‘and. Chip Goodman, and the editors, 
Jeff Rovin and Larry ‘Lieber, ‘tee! thet 
you, the tan have waited long enough! 
But fret no longer! 

The ATLAS Renaissance is in full 
gear! 


Welcome Aas: 

Lamy so glad that in this era of re- 
éession-depression-stagtiation, past. 
Wetergate blues, that somebody had 
the nerve to Start a new company—a 
comic company at that. Something to 
take people's minds off their troubles. 
© Liigh yourbrave souls all the luok in 


the world 
HOWARD HOFFMAN 
toed BOSTON, MA 


We thank you, Howie, and all the 
thousands of weil wishers from whom 
we've heard! 


VA\ ATLAS COMICS =" ] 


=IRONIAW 


AMERICAN CIRCLE CORP., DEPT.AYA 2635 PETTIT AVE., BELLMORE, N.Y. 11710 
Brae 
i A a ho 


vant pin on back 


—— 
MAGIC SOAP POWDER, 
WHOOPIE CUSHION, sinsiy Sprinkle ltl ef 


PR CoN: Seth le mae 
$ave It cn someone's chair peuetincmies 


‘soap thei ane ond face 


ie Braves them eazy! Harm 
Sound ates tmasine Byes ae 


thon described, wi! til he ie 
eis emibartatament 


pkg $1.00 


TmcE BEEK Yee champicn 
loll decka! Backs ate marked 
eccfiy gummicked 

ing an card insta 
like fegular deck. You 


SNEEZING POWDER, 
sate EI 


Sesto wiheut knowieg 

ir Marg fun thon @ ated 
Uist monkeys 

Ne tor 23¢ Each 


MAGIC BRAIN CALCULATOR. 
elie 


Pioce that you will 


Ne, 135 sia8 
CINe. 1358 
Extra Ammo 198 


SECRET SAFE, Loote like an MAGIC DRAWER. This new 


Frcrcet bares jam, will thrill and amaze 
ple fete 1S pega ae ha 
esate oe 


De 613 sL98 


y 


SPY.SCOPE, No larger than 


ian Rikers Power lenses opt 
CSW round 10 reproduce ev 
Shy ‘detal Bpower telescope, 
So converts into. 8 30 power 
ino 38 S149 


SeOmET AGENT SPY CAMERA 


COMPLETE SPECIAL INVESTICA- 
yor Kit. 


frst time alters 
Protessional type detective 

fe and case includes. pro 
‘onaly styled silver badge 
ira heavy nickel for vse 


MAGic COLOR cLouos. 
Wren you light one of these 
small grenades, ‘huge, thick 
lauds of color continue to 


by private and special invest 


Fators PLUS authentic” type oud of color continue ta 
Garrying case and ID card. Atl our ut Wl amaze an 
for only $2 You, and your Inends Can be 
Gino tae $2.98 = Sea for mie ce an 

17s 10 INSTRUMENTS IN'ONE, Pree aamesnse 


ry hobbyist, sumer, £6 


i D ‘within the mint IED HO 
tional comes am FEpeEaI the moe Ie chew 
STINK LOADS, Fush the load PFs mace the ‘ 
Suttef spn into. a cigerette filing sale. 9h ee 
Rite esp 1 Cede anemia Package 
bed babi root | AMERICAN CIRCLE CORP. a) 
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Second chance for high school dropouts 


Success reports from outstanding 
Wayne high school course graduates 


“My studies were so 
i Towe it all 


Diana L. Mekeown 
Bremerton, Washington 


LN 


“After passing your course, 
I got a better job with ant 
increase in pay,” 

Walter Bonesteel 
Troy, New York 


“Since I finished high school 
T've gotten a different job 
... Lam making over $70.a 
Week more now,” 
—Donald E. Jacobs 

Dover, Pennsylvania 
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WAYNE SCHOOL 4 header in home study ! 

417 8. Dearborn Street, Dept.65-064 Chicago, lilinols 60605 1 

Please send FREE booklet on how to finish high school at home. 4 
There's no obligation on my part. H 
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Now you can 


Finish 


High School 


at home 


EARN A WAYNE SCHOOL DIPLOMA IN YOUR 
SPARE TIME WITHOUT LOSING A DAY'S PAY 


Here’s a convenient, pleasant way for anyone over 17 to finish 
high school at home — with just a few hours a week of spare- 
time study. You don’t have to go back to school — school comes 
to you. 

This practical program is offered by Wayne School. It was 
planned especially for working men and women who need to 
finish high school and can’t take time out to go back to class- 
room study. It offers these advantages: 

© Full Credit for Previous Schooling 
© Simplified, Easy-to-Read Lessons 
© True-False Multiple-Choice Tests 
© Experienced Instructors 


A diploma means a lot today. In prestige, In new self-confidence. 
In personal growth. 


Get the Full Story— FREE 


Send for Wayne's FREE booklet. It tells you how you can finish 
high school at home — in spare time, you'll never miss. Low cost, 
easy terms. You may discover you are much closer to complet- 
ing high school than you imagined. Mail coupon below today for 
booklet. There's no cost or obligation. Wayne, 417 South Dear 
born Street, Chicago, Illinois 60605. 


Send for FREE bookle! 


